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ACTION OC-06 

INFO OCT-01 EA-10 ISO-00 CCO-00 SY-05 FBOE-00 A-01 
/023 W 

129397 090557Z/15 

O R 090450Z JUN 78 

FM AMEMBASSY SUVA 

TO SECSTATE WASHDC IMMEDIATE 7496 

INFO AEMBASSY CANBERRA 618 

AMEMBASSY MANILA 

AMCONSUL HONG KONG 


LIMITED OFFICIAL USE SUVA 0982 

WASHINGTON FOR EA/EX AND OC 

CANBERRA FOR RSO AND TSO 

MANILA FOR RCO AND HONG KONG FOR RTC 

E.O. 11652: N/A 
TAGS: ASEC.ABLD 

SUBJECT: CRU VAULT CONSTRUCTION 

1. ARCHITECT HAS CONSULTED WITH BUILDING ENGINEER AND ADVISES 
THAT CRU GENERATOR ROOM CANNOT BE BUILT ON ROOF AREA. HE 
STATES THAT BUILDING TO MINIMUM STANDARD REQUIRED BY OC WOULD 
PUT TOO MUCH OP A LOAD ON ROOP. THEREFORE SUGGEST LOCATING 
CRU GENERATOR ROOM ON GROUND PLOOR IN REAR OF BUILDING. AREA 

IS NOTED ON PLANS AND IS LISTED AS YARD. ARCHITECT HAS INFORMALLY 
CHECKED OUT THIS RELOCATION WITH CITY COUNCIL AND BUILDING 
ENGINEER AND THEY SEE NO PROBLEM TO RELOCATION IN THIS AREA. 
PLEASE ADVISE IF THIS WOULD BE ACCEPTABLE. 

2. IN THE EVENT THAT GENERATOR ROOM CAN BE LOCATED ON GROUND 
FLOOR, INTEND TO LEAVE CHILLER UNIT ON ROOF. PLEASE ADVISE 
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IF THIS IS ALSO ACCEPTABLE. 

CONDON 
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